"Samp_No","Lab_LocationJD","Matrix_ID","Sample_Type_Code","Lab_Coc_No","Date_Collected","Date 
_Received","Date_Extracted","Date_Analyzed","Lab_Name","Lab_Samp_No”,"Lab_Batch_No", "Analysis" 
,"Analytical_Method","Extraction_Method","Cas_no", "Analyte", "Detected", "Result", "Result_Qualifier”, "Lab 
_Result_Qualifier","Result_Units","MDL","MDL_Units","Quantitation_Limit","Quantitation_Limit_Units","Re 
porting_Limit","Reporting_Limit_Units","Reportable_Result","Result_Type_Code","QC_Type","Percent_S 
olids","Percent_Lipids","Percent_Moistu  re", "Total_Or_Dissolved","Test_Type", "Basis", "Dilution_Factor","P 
ercent_Recovery","SubSample_Amount","SubSample_Amount_Unit","Final_Volume","Final_Volume_Unit 
", "Comments", "QAFIag","QA_Date","QA_Comment","QA_UserName" 

"A68_081 01 5", ""."Water", "Normal", "","08/1 0/201 5 16:1 5", "08/1 2/201 5 09:46", "","08/1 2/201 5 
16:59","TestAmerica  Savannah", "680-1 15501 -1", "395795", "2540C  Total  Dissolved  Solids  (Dried  at  180 
A°C)","2540C-201 1 ","","STL00242", "Total  Dissolved 

Solids", "Y", "1 60", "mg/L","10","mg/L","10","mg/L","10","mg/L", "Yes", "TRG","","","","","T", "initial", "Wet"," 

,/J  II  Mil  IlgQII  llppl  II  QQ"  Wn  "O'*  HM  MM  ,,H 

"A72_081 01 5",’"", "Water", "Normal", "","08/1 0/201 5 1 7:00", ”08/1 2/201 5 09:46", "","08/1 2/201 5 
16:59","TestAmerica  Savannah", "680-1 15501 -2", "395795", "2540C  Total  Dissolved  Solids  (Dried  at  180 
A°C)","2540C-201 1 ","","STL00242", "Total  Dissolved 

Solids", "Y", "240", "","","mg/L","10","mg/L","10","mg/L","10","mg/L", "Yes", "TRG","","","","","T", "initial”, "Wet"," 

<|  II  llll  IlgQII  ll-pl  II  II  QQII  llpp|^l!  MH  ""  MM 

"CC48_081 01 5", ""."Water", "Normal"’, "","08/1 0/2015  1 5:50", "08/1 2/201 5 09:46",' "","08/1 2/201 5 
16:59","TestAmerica  Savannah", "680-1 15501 -3", "395795”, "2540C  Total  Dissolved  Solids  (Dried  at  180 
A°C)","2540C-201 1 ","","STL00242", "Total  Dissolved 

Solids", "Y", "840", "","","mg/L", "10", "mg/L", "10", "mg/L", "10", "mg/L”, "Yes", "TRG","","","",”","T", "initial", "Wet"," 

^11  llll  IlgQII  llpp[^ll  II -j  QQII  II ppj | II  llll  IIQII  Mil  llll  llll 

"GKMSW09_081 01 5", ""."Water", "Normal", "","08/1 0/2015  1 0:45", ”08/1 2/201 5 09:46",' "","08/1 2/201 5 
16:59","TestAmerica  Savannah", "680-1 15501 -4", "395795”, "2540C  Total  Dissolved  Solids  (Dried  at  180 
A°C)","2540C-201 1 ","","STL00242", "Total  Dissolved 

Solids", "Y", "2600", "mg/L", "10", "mg/L", "10", "mg/L", "10", "mg/L”, "Yes", "TRG","","","","","T", "initial", "Wet", 
it ii  mi  ugQii  "'j  00"  "mL" ""  "0" "" "" "" 

"LCST"", "Water", "Normal", "08/1 2/2015  1 6:59","TestAmerica  Savannah", "LCS  680- 
395795/2", "395795", "2540C  Total  Dissolved  Solids  (Dried  at  180  A°C)","2540C- 
201 1","","STL00242", "Total  Dissolved 

Solids", ”Y", "67.0", "mg/L", "5.0", "mg/L", "5.0", "mg/L", "5.0", "mg/L", "Yes", "TRG","Laboratory_Control_Sa 
mple", "","","","T", "initial", "Wet", "1","","1 00”, "mL","1 00", "mL","","1", 

"MB", ""  "water", "Normal", "08/1 2/201 5 16:59","TestAmerica  Savannah", "MB  680- 
395795/1", "395795", "2540C  Total  Dissolved  Solids  (Dried  at  180  A°C)","2540C- 
201 1 ","","STL00242", "Total  Dissolved 

Solids", "N", "5.0", "<","U", "mg/L", "5.0", "mg/L", "5.0", "mg/L", "5.0", "mg/L", "Yes", "TRG","Method_Blank", 

, "T", "initial", "Wet", "1  ","","1 00", "mL","1 00", "mL","","1", 
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